SMITTY’S ESSO STATION 
Esso TIRES - TUBES - ACCESSORIES 
Battery Service 
Phone 13th AVE. and WICKLIFFE ST. 
Mitchell 2-8633 
Newark, N. J., 14 
H j Ry 


Sold to 


Address 


true POTTER PRESS BOSTON 


Gals. Essolene 
Gals. Esso 

Gals. Essolube 
Gals. Esso Oil 


Tire Repair 


TICKET 


